ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 4 


DATE 07-06-15 
OFFICER 1 PARRA, A #126 
OFFICER 2 AYALA, M #107 
SUPERVISO SEYLER, S 
R 
P/C- 6801 HOLLYWOOD BLVD (H&H GARAGE). 
CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 
CHECKED OK. 
0600/06 BOW- ALL EQUIPMENT OBTAINED IN GOOD WORKING 
30 CONDITION. 
0630/07 P/C- SUNSET BID- CHECKED AREA FOR SLEEPERS: 
10 6450 SUNSET BLVD (4) 
1413 COLE ST (3) 
6430 SUNSET BLVD (2) 
6210 SUNSET BLVD (5) 
WE CONTACTED 14 SUBJECTS. WE ADVISED THEM TO 
GET UP AND THEY COMPLIED. 
0710/07 RADIO CALL- 1413 VINE ST (McDONALD’S). RE: 
20 SUBJECT SLEEPING INSIDE. WE ADVISED THE SUBJECT 
TO GET UP AND MOVE ON. HE COMPLIED. 
0720/07 RADIO CALL- 6430 SUNSET BLVD (CNN BLDG). RE: 
30 SUBJECT SLEEPING NEXT TO THE WEST SIDE OF THE 
BLDG. WE MADE CONTACT WITH THE SUBJECT, ASKED 
HIM TO GET UP AND MOVE ON. HE COMPLIED. 
0730/07 RADIO CALL- 6776 HOLLYWOOD BLVD (McDONALD’S). 
40 RE: SUBJECT SLEEPING INSIDE. WE MADE CONTACT 
WITH THE SUBJECT, ASKED HIM TO LEAVE AND HE 
COMPLIED. 
0745/08 RADIO CALL- 1413 VINE ST. (McDONALD’S). RE: 415 
00 SUBJECT REFUSING TO LEAVE. WE ADVISED THE 
SUBJECT IN QUESTION TO LEAVE, HE COMPLIED. 
0815/08 RADIO CALL- 6611 SELMA (SELMA ELEMENTARY) RE: 
30 415 MAN IN FRONT OF THE LOCATION THROWING 
TRASH. WE ADVISED THE SUBJECT TO LEAVE AND HE 
COMPLIED. 
0830/08 BUSINESS CONTACT- 6407 SUNSET BLVD (GAACK IN 
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THE BOX). WE CHECKED THE LOCATION FOR ANY 
PROBLEMS. THE LOCATION CHECKED OK. MET WITH 
ANITA LOCATION CLERK WHO STATED ALL WAS OK. 


RADIO CALL- 6776 HOLLYWOOD BLVD (McDONALD’S). 
RE: 415 MAN REFUSING TO LEAVE. WE MADE 
CONTACT WITH THE SUBJECT AND ESCORTED HIM OFF 
THE PROPERTY. 


BUSINESS CONTACT- 6130 SUNSET BLVD (RITE AID). 
CHECKED THE LOCATION FOR ANY PROBLEMS. 
LOCATION CHECKED OK. MET WITH DAVID LOCATION 
MANAGER WHO STATED THAT ALL WAS OK. 


C-7 MEAL BREAK. 


BUSINESS CONTACT- 1240 VINE ST. (OFFICE DEPOT). 
CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 
CHECKED OK. MET WITH MARIO LOCATION CLERK WHO 
STATED ALL WAS OK. 


HBID OFFICE- PM ROLL CALL/TURN IN 
VEHICLE/OFFICER LOG. 


EOW- ALL EQUIPMENT RETURNED IN GOOD WORKING 
CONDITION. 
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